25X1 


25X1 


. 


Approved Fogaelease 2005 HE RBAPROP 84-005 90001 00050055-1 


6 January 1981 


MEMORANDUM FOR: Chief, Policy and Plans Group 


(PTOS) 


SUBJECT: Entries for the DDA Log-- 
31 December 1980 through 6 January 1981 


1. On 5 January 1981, the Chief, Safety Group (C/SG) 
and the fire protection specialist met with two representatives 


of OL/RECD to review a p configuration of 
space for OS components RECD will pro- 25X11 
vide SG with a detailed review at a later 


date. (U) 


2. Twyo-tiembers of SG met” with representatives of ODE ieee 


regardi future testing-Of cathode ray tubés at a_contrattor 
ion prior to installation of user facility. “(U) 


3. On ee 1981, a meetin nthe medical safety 


consi i e was held with 25X11 
C/SG; an ngineéering and Planning 
Branch : t was agreed that the principal goal of Safety 
Group will be to have assorted pacemakers tested within the 25X1 


electro-magnetic field of | The results and 
corresponding conclusions wi e documented by Safety Group. 
(C) 
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